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CONFIDENTIAL COPY NO. ^4 

J.I.C. 86/10 
15 March 1946 

JOINT INTELLIGENCE COMMITTEE 

PROPOSED TERMINATION OF PUBLICATIONS REVIEW SUBCOMMITTEE 
■Reference: J.I.C. 86/9 

Note by the Secretary 

The members of the joint Intelligence Committee took the 
following action on J.I.C. 86/9: 

CNI approved without change , 

State voted "no action." 

A-2 disapproved with following comment: 

"It is believed that JIS can handle this 
function. " 

G-2 disapproved and submitted comments which 
are attached hereto as Enclosure. 

The Joint Intelligence Staff recommends that the Joint 
Intelligence Committee accept the recommendations In paragraph 
3 of the Enclosure , which is accordingly submitted for the 
consideration of the Joint Intelligence Committee. 


R. TJ. HYDE, 


Secretary. 
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